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and twenty pillars, seventeen only remain;
and it is singular that, like many Greek
temples, the rest owed their destruction to the
circumstance which promised thorn immortality,
Had they consisted of the soft tufo that
abounds all over southern Italy, or of that
porous and watery purification of which the
temples of Postum wore built, wo should pos-
SOHH thorn still; but they were of Pontolican
marble, and the Turks wanted lime for their
fortifications,

The height of these pillars is sixty feet. So
far apart do they stand that you look up to the
vast marblo beams (if one may so call them) that
run from capital to capital, expecting to see
them depressed in the centre, as a bewft of
timber would be tinder the like circunastaaoefl.
These pillara reto

chimney-pieoe would in va& emulateV6ad stated
up bravely prepared to ei^^
of another thousand yeajpg, ttad^&cad and perfect,
though centuries had parsed over them " before
the first of Druids was a child/'   My favourite